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A.D.  1869,  9th  June.  N°  1775. 


Dentistry. 


(This  Invention  received  Provisional  Protection  only.) 

PROVISIONAL  SPECIFICATION  left  by  Robert  Roberts  at  the  Office 
of  the  Commissioners  of  Patents,  witli  his  Petition,  on  the  9tli 
June  1869. 

I,  Robert  Roberts,  of  the  Haulgh,  Little  Bolton,  in  the  County  of 
5  Lancaster,  General  Agent,  do  hereby  declare  the  nature  of  the  said 
Invention  for  “  Improvements  in  Mechanical  and  Artificial  Dentistry,”  to 
be  as  follows  : — 

The  nature  of  my  Invention  consists,  first,  in  forming  the  denture 
of  one  entire  piece  of  metal,  vulcanite,  or  other  convenient  substance* 
10  with  the  teeth  formed  thereon,  and  not  having  the  same  of  a  separate 
substance  connected  to  the  denture  with  wires  or  pins,  as  heretofore, 
thus  preventing  the  breaking  off  of  the  teeth,  which  is  now  frequently 
the  case  in  artificial  dentistry.  I  form  the  complete  denture  by 
moulding,  stamping,  or  by  the  electrotype  process,  and  fill  up  parts  so 
15  required  with  vulcanite  or  other  substance,  leaving  other  parts  unfilled 
to  suit  projections  on  the  gums,  and  as  a  conciquence  requiring  no 
extractions  to  make  a  perfect  denture.  To  give  the  parts  on  the  denture 
representing  the  teeth  a  natural  appearance  I  enamel  or  coat  them  over 
with  a  suitable  substance. 
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